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CHIRALPAK 


CHIRALCEL 


@Examples of New chiral HPLC columns® 


CHIRALCEL CA-1 


ciNH 


CHIRALCEL OD 
OH 


CHIRALCEL OD 


OH 
OCH:CHCH;NHCH (CH): 
CH= CH, 


Sample: 150mg 


| 15min 


CHIRALPAK WE 
DL-Ala 


Coloma: 4 0X 250m Column: 250mm Colum: 30min 
Eluent ethanel-#,0 (95 : 5) Eluent hexane-2- propanol - Eluent hexane-2- propanol - Column: 4.6mm 10 250mm 
Flow rate: 0.Sml/min diethylamine (80 : 20: 0.1) diethylamine (80: 20: 0.1) Eluent : 290.25mM CuSO, 
Detection: Flow rate: 0.5mi/min Flow rate: 12ml/min Flow rate: 1.0mi/min 

Detection: UV254am Detection: UV254nm Detection: UV2300m Temp. 35°C 


Tokyo 
8-1, Kasumigasek: 3-chome, 
Chiyoda-ku, Tokyo 100, 
Phoné 03(507)3151.3189 
Telex: 222-4632 DAICEL J 
FAX: 03(507)3198 


Avenue, 


=) DAICEL CHEMICAL INDUSTRIES, LTD. 


New York 
Pan-Am Bidg . 200 Park 
New York, N.Y. 10166-0130, U.S.A 
Phone: (212)878-6765. 6766 
Telex : (23)236154 DCC UR 

FAX: (212)682-6632 


DAICEL (U.S.A), INC. 
611 west 6th Street, Room 2152 
Los Angeles California 90017. U.S.A. 
Phone: (213)629-3656 

Telex: 215515 OCIL UR 

FAX: (213)629-2109 


Name Separation Size of column 
CHIRALPAK OT(+) ng Techical) Analytical Column 4.6mm (1.D.) x 250mm (L) 
CHIRALPAK OP(+) | aromatic group ‘Brochure No.1 Precohama 4.6mm (1.D.) x 50mm{t) 
CHIRALCEL OA 10mm X 250mm or (500mm) 
CHIRALCEL OB 
CHIRALCEL OC (ge column 20mm (1.D.) x 250mm or (500mm) 
CHIRALCEL CA-1 Preparation of pure enantiomer (~ kg) 

with Chiral column are acceptable. 

CHIRALPAK WH DL-Amino acid or its derivative 
CHIRALPAK WM see: Technical Please contact! 
CHIRALPAK WE Brochure No 2, No.4 


Phone: (0211) 134158 
Telex : (41)8588042 DCEL D 
FAX: (0211)879-8329 
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